
Gas Order 7/6/12 


Catalog # 

Description 

Quantity 

HE UHP300 

HeliumfSize 300, 329 cf UHP 99.999%) 

4 

Al B300 

Breathing Air (Size 300, 277cf) 

1 


Folk OIG PRR 100220 












